To:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

From:  Ojeda,  Jose 

Sent:  Sat  8/15/2015  5:19:57  PM 

Subject:  FW:  Demobe  Sheets 

McElrov.Damon-Demobe-081415.pdf 
Smallev.Brvant-Demobe-081514.pdf 
Haves.  Mark-Demobe-081 51 5.pdf 


Jose  L.  Ojeda 

Senior  Project  Leader  - START  Team 
Weston  Solutions,  Inc. 


From:  Good,  Gena 

Sent:  Saturday,  August  15,  2015  11:59  AM 
To:  Ojeda,  Jose;  torres.michael@epa.gov 
Cc:  Good,  Gena 
Subject:  Demobe  Sheets 


Gena  Good 

Weston  Solutions,  Inc. 

Gold  King  Mine  Blowout  Response 
Planning  Section 
1210  N Hutton  Avenue 
Farmington,  NM  87401 


4000971 


ED  000552C  00019156-00001 


603-661-6243  (cell) 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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